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PART II — Section 4 
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Statutory Rales and Orders issued bp the 
Ministry of Defence 


MINISTRY OF DEFENCE 

New Delhi, the 30 th July 1906 

S.R.O. 161.— The following amendments to the byelaws regulating water 
connections in Kanpur Cantonment, published with the notification of Government 
of India in the Ministry of Defence No. SR.O, 309, dated 24th November, 1902, 
made by the Cantonment Board, Kanpur, in exercise of powers conferred by 
clause (33) of section 282 and section 283 of the Cantonments Act, 1924 (2 of 
1924), are hereby published for general information, the same having been 
previously published and having been approved and confirmed by the Central 
Government as required by sub-section (1) df section 284 of the said Act, 
namely:— 

In the said byelaws — 

1. In the preamble, for the words, brackets and figures “clause (33)” the 
words, brackets and figures "clauses (33) and (34)” shall be substituted: 

2. For clause (2) in byelaw 1, the following shall be substituted. 

“(2) “Connection pipe” means any pipe from the ferrule to the meter." 

3. for byelaw 7, the following byelaw shall be substituted, namely — 

“7. The Cantonment Executive Officer may, on behalf of the Board, per- 
mit the owner, lessee or occupier of any building assessed to water 
tax, to connect the building to the Cantonment supply Main; 

( 187) 
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Provided that — 

(i) if a building has been assessed tenamentwise under section 77 of 

the Cantonment Act, It’ 24 (2 of 1924), any other occupier may 
also be permitted to connect the building to the Cantonment 
Supply Maine; 

(ii) if a building is assessed as one Unit, any other occupier may also be 

permitted to connect the bunding to the Cantonment Supply 
Mains if the occupier agrees to pay the water rate on the actual 
meter readings; 

(ill) the Consumer is prepared to defiay the costs of any extensions which 
may be necessary in the Cantonment main beyond a distance of 
30 48 metres (100 feet) from the existing mam. 

(iv) the size of ferrule, communication pipes, Service pipes, cistern and 
number of taps are clearly specified, on the plan of the building."; 

4. for byelaw 9, the following byelaw shall be substituted, namely: — 

"9. The rate to be charged for the water consumed for domestic or non- 
domestic purpose, shall be determined by the Board, under section 
220 of the Cantonments Act, 1924 (2 of 1924)"; 

5. in byelaw 10 — 

(a) in clause (iii) the words and figures 'and the water so used shall be 

paid at the rale of 1,000 gallons for Rs. 1 50 only” shall be omitted; 

(b) clause (iv) shall be omitted. 

6. In byelaw 11 — 

(a) in clause (a), — 

(i) for the words "communiealion pipe” the words "Service nipe” shall 

be substituted; 

(ii) the words "and signed by the owner of the property concerned or 

by the person primarily liable for the payment of property faxe-; 
on the said property 1 ’ shall be omitted. 

(b) in clause (b) for the words “communication pipe" the words “Service 

pipe” shall be substituted; 

7. for byelaw 12 the following byelaw shall be substituted, namely:— 

“12. Every applicant shall, along with his application for connection with 
Cantonment water main, deposit with the Board a sum of rupees 
three towards connection charges"; 

8. in byelaw 13 for the words "making the connection" the words “laying the 
Service pipe" shall be substituted; 

9. in byelaw 14— 

(i) for the words "altering a connection" ihe words "altering service pipe” 

shall be substituted; 

(ii) the words “executing the work” occurring between the words “an 

estimate of the cost" and “shall if he desires" shall be omitted; 

10. in byelaw 15, for the words “Cantonment Engineer" the word ‘Board" 
shall be substituted; 

11. in byelaws 22, 23, 24 and 29 and Tn clause (b) and (d) of bvelaw 40 for 
the words “Cantonment Engineer” the words “Executive Officer” shall be 
•substituted; 

12. for byelaw 29, the following byelaw shall be substituted, namcb : — 

“25 (a) A connection for domestic purposes shall be ncrmitl «d ^iC'er on 

flat rate system or on the metered system depending upon the avail- 
ability of a meter. 
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(b) A meter shall be supplied by the Board if available and in other cases 
the consumer may, subject to the approval of the Board as to its 
test and specifications, provide the same at his own cost.”; 

13. in byelaw 26, for the entries in column 3 of the table the following entries 
shall Ire substituted, namely:— 

" Rs. 

Purchase price of the meter. 

Purchase price of the meter. 

Purchase price of the meter. 

Purchase price of the meter. 

Purchase price of the meter. 

Purchase price of the meter 

Purchase price ol the meter 

Purchfise price of the meter. 

Purchase price of the meter. 

Purchase price of the meter.’’ 

14. for byelaw 27 the following byelaw shall be substituted, namely: — 

”27. Every meter shall be placed, as near to the stop cock as possible, in 
a position where it can be conveniently examined for the purpose 
of byelaw 23."; 

15. in byelaw 33, for the abbreviation and figure “Rs. 5” occurring in the last 
sentence the words "such as may be fixed by the Board from time to time” shall 
be substituted; 

16. after byelaw 46, the following byelaw shall be inserted, namely: — 

"46A. Any licensed plumber aggrieved by the orders of the Executive 
Officer pertaining to cancellation of his licence or the imposition ot 
fine may, within thirty days from the date of communication of such 
orders, appeal to the Board and every decision of the Board on 
such appeal shall be final”; 

17. for byelaw 47 the following byelaw shall be substituted, namely:— 

”47 (a) All fittings of communication pipe like ferrule, bend, socket, 
reducer, stock-cock bib cock, bath and lavatory fittings, ball tap. 
water close! cistern, water closet cistern with ball cock, galvanised 
iron tank and galvanised iron pipe shall be tested and stamped by 
the Water Works Inspector or by any other pCTson duly authorised 
in this behalf by the Executive Officer, before they are fixed and 
the rates to be charged for such testing shall he Such as m£y be 
fixed by the Board from lime to lime 

(b) No fitting shall be tested which is not stamped with the name of the 
maker."; 

IR. in bvclaws 48 and 49 for the words “Cantonment Engineer” the words 
“Water Works Inspector” shall be substituted; 

1” byelaw' 50 shall be omitted. 

20. for byelaw 51 the following byelaw shall be substituted, namely: — 

"51. The connection pipe shall vest in, be maintained by, and be at the 
disposal of the Board, as a Cantonment Water Works.”; 

21. in byelaw 53. for the word “Board" where it occurs for the first time the words 
"Executive Officer” shall be substituted and the proviso shall be omitted; 

22. in byelaw 54. in clause (a) for the figures and word “15 days” the figures 
and w T ord “30 days" shall be substituted. 
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